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The  sheep  chair  is  a  device  for  holding  a  sheep  during 
examination  or  trimming  of  its  feet.  The  sheep  is  backed 
into  the  chair  and  sits  upright  in  the  seat  with  all  four 
legs  extended  for  easy  access  to  the  feet.  The  animal's 
back  rests  against  a  pipe  crossbar  which  is  adjustable 
for  height.  One  end  of  the  chair  is  13  inches  wide  be- 
tween the  pipe  upright  bars  and  is  for  holding  small 
sheep  or  sheep  without  wool;  the  other  end,  for  larger 
sheep  in  fleece,  is  15  inches  wide  between  the  upright 
bars.  The  chair  holds  only  one  sheep  at  a  time.  The  leg 
trips  at  each  end  of  the  chair  also  serve  as  handles  for 
tilting  the  chair,  from  the  opposite  end,  to  carefully 
dump  the  sheep  out  on  its  feet. 


This  useful  piece  of  equipment  is  constructed  entirely 
of  steel  and  all  joints  are  welded.  Burrs  or  sharp  corners 
should  be  ground  off.  The  chair  weighs  about  65  pounds 
and  is  easy  to  transport  from  one  location  to  another. 


A  large-scale  working  drawing  may  be  obtained  from  the  extension 
agricultural  engineer  at  your  State  university.  There  may  be  a  small 
charge  to  cover  cost  of  printing. 

If  you  do  not  know  the  location  of  your  State  university,  send  your 
request  to  Agricultural  Engineer,  Federal  Extension  Service.  I  .S. 
Department  of  Agriculture,  Washington,  D.C..  20250.  He  will  forward 
your  request  to  the  correct  university. 
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